THIN LIZZY UK TOUR 1981 
NOVEMBER : 


11 St Austell Coliseum 

12 Bristol Coulston Hall 

13 Poole Arts Centre 

14 Brighton Centre 

16 Manchester Apollo Theatre 
17 Manchester Apo 

19 Leeds Q 


21 Birmingham Odeon 
22 Liverpool Empire 


23 Liverpool 
25 London 
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